170    DOCKETED ITEMS

-9203260112 Partially withheld insp rept 50-400/92-03 on 920223-27 (ref
1QCFR73.21),No violations noted.Major areas inspected: physical security
program,including mgt support.security program plans & detection & assessment aids.
STANSBERRY.W., MCGUIRE.D.R. Region 2 (Post 820201). 92/03/17.1p. 61083:192-
61083:192.

R. Periodic operating reports & related correspondence

9203020047 Forwards rept,summarizing changes to plant &/or procedures, as described
in FSAR for 1991,per 10CFR50.59.Tests or experiments were conducted during inter-
val which are not described in FSAR & require reporting in rept.
RICHEY.R.B. Carolina Power & Light Co. 92/02/25. Document Control Branch (Docu-
ment Control Desk). 56pp. 60791:292-60791:347.

9203040040 Forwards fitness for duty performance data for Jut-Dec 1991.
FLOYD.S.D. Carolina Power & Light Co. 92/02/27. Document Control Branch (Docu-
ment Control Desk). 12pp. 60802:282-60802:293.

9203190153 Monthly operating rept for Feb 1992 for Harris Unit 1.W/ 920316 Itr.
CRENSHAW.A., RICHEY.R.B. Carolina Power & Light Co. 92/02/29. 6pp. 60977:163-
60977:168.

S. Reportable occurrences, LERs & related correspondence

9203180030 PNO-ll-92-013:on 920306,licensee discovered packing leak on C resistance
temp detector bypass loop isolation valve.Plant shutdown for repairs.
GLASMAN.M. Region 2 (Post 820201). 92/03/06. 2pp. 60935:078-60935:079.

9203240332 Amend 1 to Part 21 rept 159 re potential defect in power cylinder
liner.lnitially   reported   on   920115.Caused   by   liner/   block   fit  &   localized   matl
microstructure.Atl drawings & specs revised to address matl design requirements.
GUNTRUM.B. Cooper Energy Services. 92/03/13. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 5pp. 61094:341-61094:345.

9203230009 Initial Part 21 rept re defect in Anchor Darling supplied main feedwater pre-
heater bypass isolation valves.On 920112, all non-Q components replaced w/suitable
components & tested satisfactorily.Next rept will be submitted by 920214.
* Carolina Power & Light Co. 92/03/23. 4pp. 61062:183-61062:186.

V. Operator Examinations

9203030160 Forwards exam rept 50-400/92-30 administered during wk of 920127.
PEBBLES.T.A. Region 2 (Post 820201). 92/02/13. EURY.L.W. Carolina Power & Light
Co. 2pp. 60754:094-60754:195.

-9203030165 Exam rept 50-400/92-30 on 920127,Exam results:eight senior reactor op-
erators administered & passed both written & operating exams.Weakness noted on
written exam performance.

ERNSTES.M.E., CASTO.C.A. Region 2 (Post 820201), 92/02/12. 100pp. 60754:096-
60754:195.

DOCKET 50-409 LA CROSSE BOILING WATER REACTOR

0. Advisory Committee on Reactor Safeguards reports & correspondence

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear
Plant-Forwards App A documents which are being made available in PDR.
PHILlPS,J.D. Division of Freedom of Information 4 Publications Services  (Post
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292.

-9203180355 Discusses brittle failure questions raised at 57th ACRS meeting concern-
ing plant.

FRALEY.F. ACRS - Advisory Committee on Reactor Safeguards. 64/09/03.
KOUTS.J.C. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61214:094-
61214:095.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting,"
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown,"

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

R. Periodic operating reports & related correspondence

9203040256 "Radioactive Effluent Rept & Radiological Environ Monitoring Rept for
LACBWR.Jan-Dec 1991." W/920225 Itr.
BERG.W.L. Dairyland Power Cooperative. 91/12/31. 66pp. 60840:044-60840:110.

W. Decommissioning Stage Documents & Correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York. Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G, Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2

A. Application/construction stage documents & correspondence

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear
Plant.Forwards App A documents which are being made available in PDR.
PHILIPS.J.D.  Division of  Freedom of  Information  & Publications Services  (Post
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292.

-9203190114 Forwards info re stub tubes.per request at ACRS 93rd meeting.
FRALEY.R.F.  ACRS  -   Advisory   Committee  on  Reactor  Safeguards.   68/01/19.
STRATTON.W.R.   Atomic   Energy   Commission   (Pre   750119).   2pp.   61214:158-
61214:161.

-9203190177 Forwards memo re request for addl data on control rod stub tubes & ad-
joining housings for plant reactors.

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/02/15. ACRS -
Advisory Committee on Reactor Safeguards. 1p. 61214:162-61214:173.

F. Security, medical, emergency & fire protection plans

9203260206 Advises that util emergency response data sys (ERDS) implementation
plan provides basis for acceptable implementation of ERDS at plant.No further site
visits by NRC contractor anticipated.

BRINKMAN.D.S. Project Directorate 1-1. 92/03/19. SYLVIA.B.R. Niagara Mohawk
Power Corp. 4pp. 61115:087-61115:090.

9203270245 Forwards resident safety insp repts 50-220/92-02 & 50-410/92-02 on
920126-0229.Apparent violation noted.Unit 1 staff poor performance led to unit isola-
tion from 920221 heat sink.Concern regards 2 generator trips/reactor scrams.
HEHL.C.W. Region 1 (Post 820201). 92/03/20. SYLVIA.B.R. Niagara Mohawk Power
Corp, 5pp. 61166:007-61166:069.

-9203270253 Insp repts 50-220/92-02 & 50-410/92-02 on 920126-0229. Apparent vio-
lation noted re unit 1 heat sink isolation & partial RPS bypass.Areas inspected:plant
operations.safety assessment/quality verification.maint & security.
NICHOLSON.LE. Region 1 (Post 820201). 92/03/17. 56pp. 61166:012-61166:069.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9203050233 Responds to 910114 Itr appealing DH Grimsley 910920 response to FOIA
request for documents re design & const of facility. Appeal partially granted & partially
denied.Documents listed in App A encl & being made available in PDR.
THOMPSON.H.L Dep Exec Dir for Nuc Mails Safety.Safeguards & Operations Sup-
port (Post 890205). 91/08/02. PERSON.J.C. Newman & Holtzinger. 4pp. 60815:110-
60815:181.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve mispasi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12, Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.o violations or deviations
